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FANS AND AIR COMPRESSORS

matter of experiment, depending upon the capacities and degree of pressure
required. For simplicity and reliability they are far away the best, but the
efficiency of working is exceedingly low. They are particularly useful in
producing a vacuum, and are often employed as exhausters as well as in
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WATER
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connection with condensing plants for ridding the system of air. In the
latter case they must be capable of producing a aS-in. mercury vacuum.
The range of capacity is very large, the Korting machines dealing with from
10 to 20,000 c. ft, of air per minute.